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The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 

03/23/12 


Debra Payton 

Assistant District Attorney, Norfoik County 
Ms. Payton, 

Enclosed is the information you requested, Inciuded are copies of the following: 


1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist's hand notations and test results. 

4. GC/MS analytical data for sample 

If you have any questions about these materials, please call me at the number below. 



Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA, 02130 
(617) 983-6632 



PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health anil Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 T'l (^>3) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 

SiOO-lllOO 

2 : 00-4100 


DRUG RECEIPT 


Amherst Hours 
9 : 00 - 12:00 
1 : 00 - 3:00 
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No. Date Analyzed: 

City: Weymouth Police Dept, 

Officer: Detective THOMAS ANDERSON 
Def: 

Amount: Subst: SUB 



No, Cont: 65 Cont: pb 


DateReo'd: 01/26/2011 
Gross Wt,: 36,11 


Prelim: CoCrxvvL 


Findings: 


No, Analyzed: 2.0 
Net Weight: 

# Tests: \ZO«S.O 


(jaxji^ 
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Revised 7/2005 
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Sample #: 


# samples tested: 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

it 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 

n. 'A ^ ^ ^ 



26 




2 

o ■ So S-D 


o-3ba T 

27 




3 

rv. S b 


0 ■ c.v'SSb 

28 




4 



-O 

29 




5 

D. St-lS 


O 

30 




6 

n.U<=l^2. 


0.3S:C4M 

31 




7 

n.MOSZ- 


0.3\\^S 

32 




8 

o • '-An'^3. 



33 




9 

0 


0■3H'=^5 

34 




10 

o- is\m 


o 

35 




11 



n. 3 kbb 

36 




12 

n • % '3>So 


O ■ •<4 

37 




13 

o. ^fi1bc^, 


a-3S1S 

38 




14 

0 . ‘5^^sO 


o.u,osa 

39 




1S 



o.aus-o 

40 




16 

o .2123 


O.S'SIO 

41 




17 

O ■“S \l.O 


0- 3^11^3 

42 




16 

O-ST-oO 


C) .VACkSO 

43 




19 

n- ms~)0 


o .iHSn 

44 




20 

n ■ S •2‘=tC\ 


n . M.2\ 3 

45 




21 




46 




22 




47 




23 




48 




24 




49 




25 




50 




Calculations: 









0»3624'i- 
0"3S87+ 
0-4386 + 
C-4116 + 
0 ® 4465 + 
0-3844 + 
0*3114 + 
0*3774+ 
0*3495+ 
0*3896 + 
9"3666 + 
0*4121 + 
0*3515+ 
0*4058+ 
0*348 + 
0*3875+ 
0*3963+ 
0*403+ 
0*3487+ 
0*4213+ 
7*68094 



7*6809+ 
23* = 


0*3840454 



0*c 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-201l\System7\02_16__ll\772221.D 

Operator : KAC 

Date Acquired : 16 Feb 2011 14:18 

Sample Name : BLANK 
Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


772221 .D 


Fri Mar 23 15:05:21 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Ql-201l\System7\02_16_ll\772222.D 

Operator 

KAC 

Date Acquired 

16 Feb 2011 14;30 

Sample Name 

COCAINE STD 

Submitted by 


Vial Number 

22 

AcquisitionMe th 

DRUGS .M 

Integrator 

RTE 



TIC: 772222.0\data.ms 


Time-'> 2,00 2,50 3.00 _3,50 4.0p_..4,60 .5.00 6.50_6.00,_6.50 7.0p_ 7.50_8.,00 8,50, 9,OQ_9,50 


Ret. Time 


Area Area % Ratio % 


4.691 


1779404 100.00 100.00 


772222.D 


Fri Mar 23 15:05:25 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql- 201 l\System 7 \ 02 __ 16 _ll\ 772222 .D 

Operator : KAC 

Date Acquired : 16 Feb 2011 14:30 

Sample Name : COCAINE STD 
Submitted by : 

Vial Number : 22 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


search Libraries: C:\Databa 3 e\SLl.L Minimum QuaUty: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Ouaj. 


1 4.69 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



772222 .D 


Fri Mar 23 15:05:26 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-201l\System7\02_16_ll\772223.D 

operator : KAC 

Date Acquired : 16 Feb 2011 14:43 

Sample Name : BLANK 
Submitted by : ASD 
Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Ret, Tine Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


772225.D 


Fri Kar 23 15:05:33 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 


Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth: 
Integrator 


F: \Ql-201l\SyStem7\02_16_ll\772224 .D 

KAC 

16 Feb 2011 14:56 




^o’ ’ 2.50 3.0?" 3S^..4.0p 4,50 5,00 5.50, 6,00 6.00 7,00 7,50 8,00, 8.50 9.00 9.50 


Ret, Tine 

Area 

Area % 

Ratio % 

3 .876 

4 .702 

1305203 

24.44 

32.35 

4035211 

75.56 

100.00 


772224 ,D 


Fri Mar 23 15:05:37 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Dare Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02__16_ll\772224.D 
KAC 

14 

ASD 

24 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PKif RT Library/ID CAS# Qual 


1 3.88 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-bJthiazole, 2,3,5,6-tet 014769-73-4 98 
imidazo [2 ,l-b3 thiazole, 2,3,5,6-tet 006649-23-6 98 



772224 . D 


Fri Mar 23 15:05:38 2012 


Page 2 
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Area Percent / T.ibrary Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Ql-201l\System7\02_16_ll\772224.D 
KAC 

16 Feb 2011 14:56 


ASD 

24 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


2 4.7C C:\Database\SLI.lj 

COCAINE 


000050-36-2 99 


Abundance Average of 4,659 to 4.866 min.: 772224.0\data.ms (•) 



772224 -D 


Fri Mar 23 15:05:38 2012 


Page 3 
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Area Percent / Library Search Report 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-201l\System7\02_16_ll\772225.D 
KAC 

16 Feb 2011 15:08 


ASD 

25 

DRUGS.M 
RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

C; \Database\NIST05a.L Minimum Quality, 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


1 2.82 C:\Database\NIST05a.L 

Acetamide, N-(4-ethoxyphenyl)- 000062-44-2 98 
Acetamide, N-(4-ethoxyphenyl) - Vn 
o-Aoetylphenetidine 000581-08 8 97 


Abundance 

80 

60 

40 

20 

O] ■■■■LT-rp 1 n-rr 

nV 2 --> 10 20 30 



Abundance #42242: Acelamide, N-(4-ethoxyphenyl)* 

I 108 

I i, 



772225 .D 


Fri Mar 23 15:05:44 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
SubmD tted by 
Vial Number 
AcquisitionMeth 
Integrator 


P: \Ql-20il\System7\02_16_ll\'77222 5 .D 

KAC 

16 Feb 2011 15:08 



25 

DRUGS.M 
RTF 


search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


2 3,87 C:\Database\NlSTC5a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 

Imidazo[2,l-b]thiazole, 2, 3,5,6-tet 

Imidazo[2 ,I'b]thiazole, 2,3,5,6-tet 006649-23-6 9 



772225.D 


Fri Mar 23 15:05:45 2012 


Page 3 
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Area Percent / Library Search Report 
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Area Percent / Ijibrary Search Report 


Information from Data File: n 

File Name : F; \Ql-201l\System7\02^16_ll\772226 .D 

Operator : KAC 

Date Acquired : 16 Feb 2011 15:21 

Sample Name 
Submitted by 
Vial Number : 26 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 


3000000- 


2OOOOOO1 


1000000 - 


O' 

Tinie"> ; 


.T,. Area Area % Ratio % 

Ret. Time area A-ca 


gig 1131343 18.88 24.62 
la70 264856 4.42 5.76 
^■-702 4595899 76.70 100.00 


TIC: 772226.D\data.ms 

4 . 1'02 




772226 .D 


Fri Mar 23 15:05:50 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name ; 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\Syatem7\02_16_ll\7?2226.D 

KAC 

16 Feb 2011 15:21 


ASD 

26 

DRUGS.M 
RTE 


Search Libraries; 


s; C:\Database\SLI.L 

C:\Database\NlST05a.L 
C: \Database\PMW__T0X2 . L 

Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


C:\Database\NIST05a.L 
Acetamide, N-{4-ethoxyphenyl)- 
o-Acetylphenetidine 
Acetamide, N-(4-eUhoxyphenyl)- 


000062-44-2 98 
000581-08-8 97 
000062-44-2 97 


Average of 2,779 to 3.018 min.: 772226.D\dala.ms (•) 
168 


'i y ,1 SI 1 120 129 . , | | 150 ^ 161 ^ ,-r-jSL 

°r110"iiil30 1™ '00 '0-0 '00 


#42242: Acetartiide, N-(4-ethoxyphenyl)- 
108 


! 15 27 I || 63 I 91 _ 122 ,| | .I ||,,ri_ r— 

io^o^o'irL'iS'‘'T^8yy’ioo"iTo 120 130 uo le^Teo 170 leo i90 200 


772226.D 


Fri Mar 23 15:05:50 20i.2 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Ql-201l\System7\02_16_ll\772226. D 

KAC 

16 Feb 2011 15:21 


ASD 

26 

DRUGS.M 
RTE 


Search T.ibraries; C; \Database\SLI. L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality. 80 

C: \Database\PMW__T0X2 . L 

PK# RT Library/ID 


2 %.S1 C:\Database\NIST05a.Ij c qr 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649 21-6 98 

lmidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 98 

Itnidazo [2,1-b] thiazole, 2,3,5,6-tet 014769-73-4 98 



Abundance 

8U 

60 

40 

20 

51 

OnyoUili* 



m(z-.> 40 60 60 70 80 90 1O0 110 120 130J40 160 160 170180 190200210220230240250260270280 


772226 .D 


Fri Mar 23 15:05:51 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : P:\Qi-2011\System7\02_16_ll\772226.D 

Operator : KAC 

Date Acquired : 15:21 

Sample Name ; 

Submitted by ; ASD 

Vial Number : 26 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# KT Library/ID <^^3# Quai 


3 4.70 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



772226 -D 


Fri Mar 23 15:05:52 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_16_ll\772227.D 
KAC 

16 Feb 2011 15;33 


ASD 

27 

DRUGS.M 
RTE 


Abundance 

2500000 

2000000 

1500000 

1000000 

500000 

otr^- 


TIC: 772227.D\data.ms 



Time-> 2.b0 2.50 3,00. 3.50 4,00 4.50 5.00 5.00 6jD0 6.50 7,00 7.60 8,00 8.,50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

3 . 870 

837692 

.20.16 

25.25 

4 . 696 

3317611 

79.84 

100.00 


772227 . D 


Fri Mar 23 15:05:56 2012 


Page 1 
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772227 .D 


Fri Mar 23 15:05:57 2012 


Page 2 
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Area Percent / Library Search Report 




772227 . D 


Fri Mar 23 15:05:58 2012 


Page 3 
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Area Percent / Library Search Report 


Intormation from Data File 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: 
Integrator 


F: \Ql-2011\System7\02_16_ll\772228 .D 
KAC 

16 Feb 2011 15:46 




2.00 2.50 3.00 3.50 4.00 4J50 5^,00 5.50 6.00 _6.00._7.00 „ 7.50 8.00, 8.50 9,00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

3 . 876 

4 .702 

1234407 

4975326 

19.88 

80.12 

24.81 

100.00 


772228.D 


Fri Mar 23 15:06:02 2012 


Page 1 
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Area Pex'cent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Dace Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System7\02_16_ll\772228.D 

KAC 

16 Feb 2011 15;46 


ASD 

28 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLT,L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PKil RT Library/ID CAS# Qual 


1 3.88 C:\Database\N:ST05a,L 

Imida2o[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 



Abundance #59447: lmldazo[2,1-bllhiazole, 2,3,6.6-telrahydro*6*phenyl-. (S)- 



772228.D 


Fri Mar 23 15:06:03 2012 


Page 2 
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Area Percent / Library Search Report 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F;\Ql-2011\System7\02_16_ll\772229.D 

Operator : KAC 

Date Acquired : 16 Feb 2011 15:59 

Sample Name : BLANK 
Submitted by : ASD 
Vial Number : 1 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Abundance TiC: 772229.D\data.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


7 7 2 2 2 9 . D 


Fri Mar 23 15:06 : 08 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Qi-201l\System7\02_16_ll\772230 .D 
KAC 

16 Feb 2011 16:11 


ASD 

30 

DRUGS,M 
RTE 


Search Libraries: 


C: \Database\SLl. L 
C;\Database\NIST05a,L 
C:\Database\PMW_T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 


C:\Database\NIST05a.L 
Acetamide, N-{4-ethoxyphenyl)- 
o-Acetylphenetidine 
Acetamide, n-( 4-ethoxyphenyl)- 


000062-44-2 98 
000581-08-8 97 
000062-44-2 97 


Average of 2,779'to 2,970 min,'772230,D\dafa,ms (•) 
108 


■I 7:^ 

,il, hi 73 

n'l 11 . 


.' I ■ ' ''''' . 

m/ 2 -> 10 20 30 40 BO 60 .70 S0__ 00 100 110 120_130 140 160 160 .170 180 1.90 200 


#42242: AcetamWe, N-(4-elhoxyphenyl)- 
108 


LI ((v, . |^^, ||| 15 0^ |I63.| ..j . 

m/z-> *^10 20 30 40 50 60 ' 70' 80 90 iLo 110 120 130 140 150 160 170 180 190 200 


Fri Mar 23 15:06:13 2012 
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2 3.87 C;\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b)thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 




772230 .D 


Fri Mar 23 15:06:14 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Ql-201l\System7\02_16_ll\77223C.D 
KAC 

16 Feb 2011 16:11 


ASD 

30 

DRUGS.M 
RTE 


Search Libraries: C:\DatabaEe\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID CAStt Qual 

3 4.70 C:\Database\SLI.L 

COCAINE 000053-36-2 99 


Abiirdance Average of 4.654 to 4.919 min,: 772230.D\clata.ms'(-) 

8j2 

I -fflO 



! 

i 


772230.D 


Pri Mar 23 15:06:14 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
'AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_16_ll\772231.D 

KAC 

16 Feb 2Q11 16:24 

31 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


1 2.82 C:\Database\NIST05a.L 

Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 
o-Acetylphenetidine 


000062-44-2 98 
000062-44-2 97 
000581-08-8 97 



Abundance #42242: Acetamide, N-(4-ethoxyphenyl)- 

I 



772231.D 


Fri Mar 23 15:06:19 2012 


Page 2 
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Area Percent / Library Search Report 



Corbett email PRR 020181 





Corbett email PRR 020182 






I 


772232.D 


Fri Mar 23 15:06:25 2012 


Page 1 
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Corbett email PRR 020184 





Area Percent / Library Search Report 




772232 .D 


Fri Mar 23 15:06:26 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_16_ll\772232.D 
KAC 

16 Feb 2011 16:36 


ASD 

32 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C;\Database\NlST05a.L Minimum Quality: 80 

C;\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


3 4.71 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



772232 .D 


Fri Mar 23 15:06:26 2012 


Page 4 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Incegrator 


rom Data File: 

F:\Ql-2011\System7\02 
KAC 

16 Feb 2011 16:49 



.16_11\772233.D 


Abundance 

4000C00I 


TIC: 772233.D\data.ms 


3.870 


Time-> 2.00 2.50, 3.00 3,50 4.00 4.50_,5.00 5J,0 6.00_6.60 7.0.0 7.50 ^0 8,50 9,00 9.50 


Ret. Time 


Area Area % Ratio % 


2.816 

3 . 870 

4 , 707 


1682696 21,14 28.39 

348411 4,38 5.88 

5926816 74.48 100.00 


772233.D 


Fri Mar 23 15:06:31 2012 


Page 1 
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Area Percent / Library Search Report 



Corbett email PRR 020188 








Area Percent / Library Search Report 


inCormation from Data Kile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


P;\Ql-201l\System7\02_16_ll\772233.D 
KAC 

16 Feb 2011 16:49 


ASD 

33 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


2 3.87 C:\Database\NIST05a.L 

Imidazo[2,l-b]thia2ole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-bjthiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance Average of 3.844 to 4.024 min,; 772233.D\data.ms '(•) 

'f 



772233.D Fri Mar 23 15:06:33 2012 Page 3 


Corbett email PRR 020189 







Corbett email PRR 020190 









Area Percent / Library Search Report 


Inlormation from Data File: 



File Name 

P: \Ql-2011\Systeim\Q2 

16 11\772234,D 

Operator 

K7\C 



Date Acquired 

16 Feb 2011 

17 : 02 


Sample 

Name 


1 


Submitted by 

ASD 



Vial Number 

34 



Acquis!tionMeth 

DRUGS.M 



Integrator 

RTE 



Abundance 


TIC 772234.D\dala.ms 

3000COO 


4. 

'02 


2000000 





1000000 

2,817 





1 

3,870 




_ „ IL 




TimO"> 

2.00 2,50 3,00 3,50 4.00 4.50 

5.00.,5.50 6Jip 

u ' ' ' 'T'' ' ' M 1 * ' ' 1 ' ‘ ' 1 1 ' ' ' ' 1 ' ' " f 1 ‘ ■ 

6.50 _7,00 7,50.8,00 8.50 9.00 9,50 

Ret. Time 

Area 

Area % 

Ratio % 

2.817 


1027812 19,45 

25.37 

3 .870 


203645 3,85 

5.03 

4 .702 


4051713 76,69 

100.00 


772234.D 


Fri Mar 23 15:06:38 2012 


Page 1 


Corbett email PRR 020191 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System7\02 16 ll\772234 D 
KAC ~ 

^^Fe^20^L 17 ; 02 


ASD 

34 

DRUGS.M 
RTE 


Search Libraries: 


s: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


C:\natabase\NIST05a.L 
Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-{4 -ethoxyphenyl)- 


000062-44-2 98 
000062-44-2 98 
000062-44-2 97 


Average of 2,779 to 3.039 m'in.: 772234,D\daia,ms (-) 

1^8 



10 20 30 40 SO 60 70 80 90.100 110 l20 130 140. 150 160 170 180 190 200 


#42243: Acetamide, N-(4-ethoxyphenyl)- 


10 20 30 40 50 


70 80 90 100 110 120 130 140 150 160 170 180 190 200 


Fri Mar 23 15:06:39 2012 


Corbett email PRR 020192 





Area Percent / Library Search Report 




772?.'^4 .D 


Fri Mar 23 15:06:39 2012 


Page 3 


Corbett email PRR 020193 





Area Percent: / I.ibrary Search Report 



Abundance Average of 4.659 to 4,329 min,: 772234,0\data,ms {•) 



772234 .D 


Fri Mar 23 15;06 :40 2012 


Page 4 


Corbett email PRR 020194 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-2011\System7\02_16_ll\772236.D 

Operator : KAC 

Date Acquired : 16 Feb 2011 17:27 

Sample Name : BLANK 
Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



***N0 INTEGRATED PEAKS*** 


772236.D 


Fri Mar 23 15:06:47 2012 


Page 1 


Corbett email PRR 020195 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1 2011\System7\02_16_ll\772237.D 

Operator : KAC 

Date Acquired : 16 Feb 2011 17:39 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 37 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Abundance 

isoooool 


1000000 ; 

soocooj 


o'.' r-n 

Time-> 2.00 


TIC: 772237.D\data.ms 




I 

I 


772237.D 


Fri Mar 23 15:06:51 2012 


Page 1 


Corbett email PRR 020196 









Corbett email PRR 020197 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-2011\System7\02_16_ll\772238.D 

Operator : ICAC 

Date Acquired : 16 Feb 2011 17:52 

Sample Name : BLANK 
Submitted by : ASD 

Vial Number : i 

AcquisitionMeth: DRUGS.M 
Integrator : rte 



***NO INTEGRATED PEAKS*** 


772238.D 


Fri Mar 23 15:06:57 2012 


Page 1 


Corbett email PRR 020198 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_16_ll\772239.D 

KAC 

16 Feb 2011 18;04 


ASD 

39 

DRUGS.M 
RTE 


Abundance 

sooooooi 

2000000 


TIC: 772239.D\data.ms 


3.870 


T(me--> 2.00 2.50 3.00 3.50 4.00 4.50 ,5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2.817 
3.870 
4 .702 


1253993 20.66 27.52 

260114 4.28 5.71 

4556354 75.06 100.00 


772239 .D 


Fri Mar 23 15:07:01 2012 


Page 1 


Corbett email PRR 020199 






Corbett email PRR 020200 







Corbett email PRR 020201 




Area Percent / Library Search Report 



Abundance Average of 4.659 to 4.661 min,: 772239.0\data'ms (-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


772239.D 


Fri Mar 23 15:07:03 2012 


Page 4 


Corbett email PRR 020202 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Dace Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Qi-20ll\System7\02 
KAC 

16 Feb 2011 18:17 


ASD 

40 

DRUGS. 
RTE 


16_11\772240.D 


Abundance 

TIC: 772240,D\data.ms 

3000000 

4. 

'02 


2000000 




1000000; 

2,8'6 

1 



qI 

Time“> 

i 3.870 

1 K 



' 1 ' ' ' ' ! 1 1 1 i ] 1 . 1 . 1 , , , I [ . 1 . 1 1 1 . 

2,00 2.50 3,00 3,60 4,00 4.50 

‘ M ' ' ' ' T'"' ''If*' 

^00_,,5.50 6,00 

8.50 7.00 7,50 8,00 8,50^9,00 9.60 

Ret. Time Area 

Area % 

Ratio % 

2.816 

1039877 19.50 

25.47 

3 .870 

211628 3.97 

5.18 

4.702 

4082326 76.54 

100.00 


772240.D Fri Mar 23 15:07:07 2012 Page 1 


Corbett email PRR 020203 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System7\02_16_ll\772240.D 
KAC 

16 Feb 2011 18:17 


ASD 

40 

DRUGS,M 
RTE 


Search Libraries: C: \Database\S7iT , 1; Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 2.82 C;\Database\NIST05a.L 

Acetamide, N-(4-ethoxyphenyl)- 000062-44-2 98 
Acetamide, N-U-ethoxyphenyl)- 000062-44-2 97 
o-Acetylphenetidine 000581-08-8 97 



772240 -D 


Fri Mar 22 15:07:08 2012 


Page 2 


Corbett email PRR 020204 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Qi-2 01l\System7\U2_16_ll\77a;a4 0 .D 
KAC 

16 Feb 2011 18:17 


ASD 

40 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 3.87 C:\Database\NlST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 



772240.D 


Fri Mar 23 15:07:08 2012 


Page 3 


Corbett email PRR 020205 









Abundance Average of 4,659 to 4.866 min,: 772240,0'.data,ms (•) 



772240.D 


Fri Mar 23 15:07:09 2012 


Page 4 


Corbett email PRR 020206 







Corbett email PRR 020207 







Area Percent / Library Search Report 



Corbett email PRR 020208 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

F;\Ql-201l\System7\02 16 

11\V';2241.D 

Operator 

KAC 


Date Acquired 

16 Feb 2011 18:29 


Sample Name 



Submitted by 

ASD 


Vial Number 

41 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries 

,: C;\Database\SLI.L 

Minimum Quality: 80 


C;\Database\NIST05a.L 

Minimum Quality: 80 


C;\Database\PMW_T0X2,L 


PK# RT 

Library/ID 

CAS# Qual 


2 3.87 C:\Database\NIST05a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Iinidazo [2, l-b] thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


Abuidonce Average of 3.844 to 4,087 min,: 772241.D\c{ata.ms (-) 



Abundance #59449; lmtdazo(2,1*b)thia2ote. 2,3,6.6-telfahydro-6-phenyl-, (S)- 



772241 .D 


Fri Mar 23 15:07:15 2012 


Page 3 


Corbett email PRR 020209 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator- 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Incegrator 


F;\Ql-201l\System7\02 16 ll\772241 D 
KAC ~ “ 

^^Fe^20^L 18 :29 


ASD 

41 

DRUGS.M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 


Minimum Quality; 80 
Minimum Quality: 80 


Library/ID 


4.70 C:\Database\SLI.L 
COCAINE 


000050-36-2 99 


Abundance Average of 4.649 to 4.855 min,; 772241 .0\data,ms {-) 



772241 .D 


Fri Mar 23 15:07:15 2012 


Page 4 


Corbett email PRR 020210 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System7\02_16_ll\772242 

KAC 

16 Peb 2011 18:42 


ASD 

42 

DRUGS.M 
RTE 


.D 


2 , 67 !^ 


TIC: 772242,D\data.ms 


Tinie-> 2,00 2.60 3,00 3,60 4,00 4,50 5,00 5.60 AOO 6.50 7,00.. 7,50 8.00 8.,5p 9.00 9,50 


Ret. Time 


Area Area % Ratio % 


2.679 

115034 

1.62 

2.28 

2.822 

1542789 

21.78 

3 0.62 

3.870 

388130 

5.48 

7.70 

4.702 

5038318 

71.12 

100.00 


772242,D 


Fri Mar 23 15:07:20 2012 


Page 1 


Corbett email PRR 020211 




Area Percent / Library Search Report 



Corbett email PRR 020212 







Corbett email PRR 020213 






Area Percent / Library Search Report 


Information from Data Pile; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Ql-2011\System7\02 16 11\772242.D 
KAC 

16 Feb 2011 18:42 



42 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_T0X2,L 

PK# KT Litarary/ID CAS# Qual 


3 3.87 C:\Database\NIST05a.L 

Imidazo[2,l-b3thiazole, 2.3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b}thiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance Average of 3.844"to 4.018 min,; 772242.D\da(a.ms’(-) 



772242.D 


Fri Nar 23 15:07:22 2012 


Page 4 


Corbett email PRR 020214 




Area Percent / Library Search Report 



Abundance Average of 4,659 to 4.860 mini: 772242,D\data,ms (•) 



772242.D 


Pri Mar 23 15:07:22 2012 


Page 5 


Corbett email PRR 020215 





Area Percent / Library Search Report 


Intormation from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Ql-201l\System7\02 16 ll\772243 D 

KAC ” “ 

^^Fe^20^1 18:54 


ASD 

43 

DRUGS.M 
RTE 


TIC: 772243,D\data.ms 


loooooo) 

3.870 

V _ _ L _ 

1 

1 

Time--> ; 

2,00 2.50 

3.00 3,50 4.00 4.60 

^''1 ' ' ‘ ‘ 1 ' 1 > ' 1 1 < 1 r'[ 1 1 1 1 1 ^ . r 

5.00 5.50 .6.00 6.50 7,00 : 

Ret. Time 

Area 

Area % Ratio % 

2.822 

3 . 870 

4 . 702 


149513E 

280123 

538050C 

) 20,89 27.79 

3,91 5.21 

) 75.19 100.00 


772243 ,D 


Pri Mar 23 15:07:27 2012 


Page l 


Corbett email PRR 020216 




Area Percent / Library Search Report 


Information from Data File: 
File Name : F:\Q1-2011^ 

Operator : KAC 

Date Acquired : 16 Feb 2013 
Sample Name : 

Submitted by : ASD 
Vial Number : 43 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


F:\Ql-2011\System7\C2 16 ll\772243.D 
KAC 

16 Feb 2011 18:54 


Search Libraries; 


s; C;\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Library/ID 


Minimum Quality: 80 
Minimum Quality; 80 


C:\Database\NIST05a.L 
Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 
o-Acetylphenetidine 


000062-44-2 98 
000062-44-2 97 
000581-08-8 97 



772243 . D 


Fri Mar 23 15:07:28 2012 


Page 2 


Corbett email PRR 020217 









Area Percent / Library Search Report 



Corbett email PRR 020218 




Area Percent / Library Search Report 



Abundance Average of 4.659 to 4,897 min,: 772243.D\data,ms (•) 



772243 . D 


Fri Mar 23 15:07:29 2012 


Page 4 


Corbett_email_PRR_020219 






Area Percent / Library Search Report 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
viai Number 
AcquisitionMeth 
Integrator 


F:yi-2011\System7\C2_16 11\77224 5 

KAC 

16 Feb 2011 19:20 


45 

DRUGS.M 
R1‘E 


Abundance 

i 

4. 

TIC: 772245.Oldata.ms 

702 

300000o| 


1 


2 OOOOO 0 I 

1 

i 


1 

1 0030001 

j 

1 

2.816 I 

i 


i 

O^T-p-I 

I I 

i 3.870 



Timo--> 2.00 

2.50 3.00 3.60 4.00 4,60 

5.00 5,60 ,6.bo' 

6.50 7.00 7.50_ 3.00, 8.50 9,00 9.60 

Ret. Time 

Area 

Area % 

Ratio % 

2.816 
3.870 

4.702 

1365562 

280111 

515311.3 

20.09 

4 .12 

75.79 

26.50 

5.44 

100.00 


772245.D 


Fri Mar 23 15:07:44 2012 


Page l 


Corbett email PRR 020220 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F; \Ql-2 01l\System7\02_16_ll\77224 5.D 
KAC 

16 Feb 2011 19:20 


DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 2.82 C:\Database\NlST05a.L 

Acetamide, N-(4-ethoxyphenyl)- 000062-44-2 98 
Acetamide, N-(4-ethoxyphenyl)- 000062-44-2 97 
Acetamide, N-(4-ethoxyphenyl)- 000062-44-2 97 



772245 .D 


Fri Mar 23 15:07:44 2012 


Page 2 


Corbett email PRR 020221 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 



Search Libraries: C: \Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C;\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


2 3.87 C;\Database\NIST05a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b3thiazole, 2,3,5,6-tftt 006649-23-6 98 



772245.D 


Fri Mar 23 15:07:45 2012 


Page 3 


Corbett email PRR 020222 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-201l\System7\02_16_ll\772245.D 

Operator : KAC 

Date Acquired : 16 Feb 2011 19:20 

Sample Name : 

Submitted by : ASD 
Vial Number : 45 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 8C 

C:\DaLabase\NIST05a.L Minimum Quality: 80 

C:\DatabaQe\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 4.7U C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Corbett email PRR 020223 





Area Percent / Library Search Report 



Corbett email PRR 020224 





Area Percent / Library Search Report 



Corbett email PRR 020225 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F: \Ql-20n\System7\02 
KAC 

16 Feb 2011 19:32 


ASD 

46 

DRUGS.M 
RTE 


16 11 


\772246.D 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NiST05a,L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


2 3.87 C:\Database\NIST05a.L 

Irnidazo[2,1-b]thiazole, 2,5,5,6-tet 014769-73-4 98 
Imidazo[2,l bjthiazole, 2,3,5,6--tet 006649-23--6 98 
Irnidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 




772246 .D 


Fri Mar 23 15:07:51 2012 


Page 3 


Corbett email PRR 020226 















Area Percent / Library Search Report 




772246.D 


Fri Mar 23 15:07:52 2012 


Page 4 


Corbett email PRR 020227 







Area Percent / Library Search Report 



Abundance 

3000000 

2000000 


TIC: 772247.0\data,ms 

4.701 



Ret. Time 

Area 

Area % 

Ratio % 

3.875 

1339303 

21.25 

26.98 

4.701 

4964616 

78.75 

100.00 


772247,D 


Fri Mar 23 15:07:56 2012 


Page l 


Corbett email PRR 020228 




Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F; \Ql-2 01l\System7\02_16_ll\772247.D 
KAC 

16 Feb 2011 19:45 


ASD 

47 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_T0X2.L 

PKrt RT Library/ID CAS# Oual 


1 3.88 C;\Database\NIST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 



Aoititdance #69447: lmidazo[2,1*b]thiazole, 2,3,5,6-tetrahydrO'6-phenvl', (S)- 



772247.D 


Fri Mar 23 15:07:57 2012 


Page 2 


Corbett email PRR 020229 










Corbett email PRR 020230 






Area Percent / Library Search Report 


information from Data File: 


File Name 

F:\Ql-2011\System7\02 16 11\772248.D 

Operator 

KAC 


Date Acquired 

16 Feb 2011 

19:57 

Sample 

Name 


1 

Submitted by 

ASD 


Vial Number 

48 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Abundance 



TIC: 772248.D\dala.ms 

3000DOO 


4. 

02 

2000300 




1000300 

0 


3.870 

! 





Time-> 

2.00 2.C0 3.00 3.50 4,00 4,50 

5.00 6.50 6,00 6.50 7,00 7,50 8.00 8.50 9,00,„ 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

3 , 870 

931883 

18.15 

22.17 

4,702 

4203135 

81.85 

100.00 


772248-D 


Fri Mar 23 15:08:03 2012 


Page l 


Corbett email PRR 020231 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Ql-201i\System7\02_16_ll\772248.D 
KAC 

16 Feb 2011 19:57 


ASD 

48 

DRUGS.M 
RTE 


Search Libraries: 


s: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TCX2.L 

Libi'ary/ID 


Minimum Quality: 80 
Minimum Quality: 80 


3.87 C:\Database\NIST05a.L 

Imidazo[2»1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
imidaze[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazc[2,1-b]thiazole, 2,3,5,6-tet 006549-23-6 98 



772248.D 


Fri Mar 23 15:08:03 2012 


Page 2 


Corbett email PRR 020232 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201i\System7\02 16 11\772248 D 
KAC “ 

16 Feb 2011 19:57 


ASD 

48 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 

PKif RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


2 4.70 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4^640 to 4.871 min.: 772248.0\daia'ms (•) 



772248.D 


Fri Mar 23 15:08:04 2012 
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772249.D 


Fri Mar 23 15:08:09 2012 


Page 1 


Corbett email PRR 020234 





772249.D 
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Area Percent / Library Search Report 
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Area Percent / Library Search Report 


Information from Data Pile; 

Fxle Name : F;\Qi-2011\System7\02 16 11\772251 D 

Operator : kac ~ “ 

Date Acquired : 16 Feb 2011 20:35 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 
Integrator : rte 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


772251.D 


Fri Mar 23 15:08:18 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Ql-2011\System7\02 16 ll\772252 D 

Operator : kaC “ ' 

Date Acquired 16 Feb 2011 20:46 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 52 

AcquisitionMeth: DRUGS.M 
Integrator : rte 


Abundance 

150OCO0I 


1000000 - 


eoooooj 


Time-> 2.00 2.50 


Ret. Time 

Area 

Area % 

Ratio % 

<1 .691 

1811545 

100.00 

100.00 


1 



. ..., ,, | | I i , , 

3,00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7,00 7.50 8,00 8.50 9.00 9.50 


TIC: 772252.D\da(a.ms 

4.691 


772252 .D 
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Area Percent / Library Search Report 


Information from Data File; 

Senator ; ^^°l'2011\System7\02_16^11\772252.D 

Date Acquired : 16 Feb 2011 20:48 

Sample Name : COCAINE STD 

Submitted by 
Vial Number : 52 

AcquisitionMeth: DRUGS.M 
Integrator : rte 


Search Libraries: C • \Databa< 3 P\qr t t ■ 

^ ^ r Minimum Quality: 80 

.\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PKft RT Library/ID CAS# Qual 


1 4.69 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,654 to 4,855 min.: 7r2252.0\data.ms (-) 



772252 .D 
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